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STATUS REPORT 

ASR-37 & KSR-37 
DISTRIBUTION 


25X1 


FY- 72/73/7^1 


O/H 

INSTALLED 
4 ea. ASR (R/M) 


3 pa. ASR 
2 ea. ASR 


DUE IN FOR 
INSTALLATION 


PROGRAMMED 
FOR FY~7/| 


3 ea. ASR 


2 ea. ASR 


2 ea. ASR 


2 ea. ASR 


2 ea . ASR 


2 ea. ASR 


1 ea. ASR 


2 ea. ASR (V'-') 
3. ea. (S/L) AS; 

2 ea. (S/L) AS! 
2-' ea. (S/L) AM 

3 ea. (S/L) AS 3 
3 ea. (S/L) > • 
•3 ea. ASR 

-j| ea. ASH 


2 ea. * 


2 ea 
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2 ASR (s/z) 
0 

2 ASR (5//) 
8 ASR/R/M 

3 ASR 
' 1 ASR/RM 


0 

3 ASR 

0 

11 ASR 
6 ASR 


10 STOCK ASR 

0 

6 ASR 

0 


TOTAL ASR’s 


35 


25 


*15 


<1 


TOTAL KSR's 


7 

0 


KSR 


0 

0 


1 ( fl ftp- 
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IN /USE HUE FOR INSTAT.T.ATJON FJ^^i f ^LZlzJA 

251,000 155,000 $ 312,000 

Approximate value of spare parts shipped overseas 100, 000. 

Total overseas assets l 506,000 

ASK-37 in ZI stock = 79 valued at $ *190,000 

ASR-37/RM in ZI stock = 20 valued at 150,000 

KSR-37 in ZI stock - 61 valued at 37 3,000. 

... $1*01.3^.000 . . 

Value of spare parts in ZI I | account $ 33,000 T 

Value of spare parts in ZI Depot 37,000 

Value of spare parts DUE/IN Depot ...... 9 .2^ OjJ) 

$132,000 

Approximate total value of entire program - 1 .506,000 . 0/S 

j 1,01.3,000 . ZI stock 

162 , 000 ZI stock 
$1,631,000 spare 
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